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FOR COMMERCE 

E.O. 11652:N/A 
TAGS: ETRD, JA 

SUBJECT: EXPORT: LICENSING OPPORTUNITY: WASTE WATER/SEWAGE WATER 
TREATMENT EQUIPMENT 

REF: TOKYO'S A- 18, JANUARY 13, 1975 

1. ON SEVERAL OCCASIONS SINCE DISPATCH OF REFAIR, REPRESENTATIVES 
OF HITACHI SHIPBUILDING HAVE COMMUNICATED WITH EMBASSY AND/OR 
AMCONGEN OSAKA RE STATUS THEIR INQUIRY AND RE THEIR DESIRE TO ENTER 
INTO RELATIONSHIP WITH AMERICAN COMPANY AS OUTLINED REFAIR. HITACHI 
HAS COMMUNICATED DIRECTLY WITH SOME TWENTY AMERICAN FIRMS RE THEIR 
PROPOSAL, BUT, TO DATE, HAS RECEIVED ONLY NEGATIVE REPLIES. HITACHI 

IS OBVIOUSLY QUITE ANXIOUS TO ENTER LICENSING AGREEMENT WITH U.S. 

FIRM. AND WISY TO DISPATCH GROUP OF COMPANY OFFICIALS TO U.S. TO 
FURTHER PURSUE MATTER WITH INTERESTED COMPANIES. 

2. ACTION REQUESTED: A) COMMERCE ADVISE RE ACTIONS TAKEN TO DATE 
TO PUBLICIZE HITACHI PROPOSAL AND RESPONSES, IF ANY. B) COMMERCE 
ADVISE WHETHER IT ABLE, BASED EITHER ON INFO CONTAINED REFAIR OR ON 
ADDITIONAL INFO WHICH EMBASSY CAN SUBMIT IF NECESSARY RE HITACHI 
PROPOSAL, TO DEVELOP NAMES OF COMPANIES INTERESTED IN 
COMMUNICATING WITH HITACHI RE LICENSING PROPOSAL. 
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